Brief comment text:

I am a user of the 900mhz ISM band and am implementing it by using a Meshtastic node based network. I am providing these nodes open and free for use by the public. SKYWARN and other first responders are in the process of adopting this network for use during cell outages and other emergencies. I am personally invested in the hardware to operate on this frequency using LORA and Meshtastic for no personal gain but for the benefit of my community. Please consider prior users and amateurs that are already using this portion of the spectrum.
